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me aurakhov ~ GEES power plant is la atec south of a .laree reser- 
oir. between HOYA (S7018H/47°5 G'*h), Ukrainian SSK, “and a 
eee oes ical plant. 


é Plant installations: ‘the first turbine was tested in 1945. . ‘The 
eae turbine Was puu inte operation in 1948 anc, gimultangously, 
five boilers ware instelled anc strvted operabine The tunbir.a 
mouse hac facilities for four turbines. The installation of} the 
taixra turbine and the constructicn of bases for the fourth wera 

'startec in the -middls of 1949. The boilerhouse was planted for 
tue ineballation of 12 bollers. Sevan boilers were installed 
anc Pouadationgs for two were boilers were laid in June 104°. 
Sais bvildiny was to be aextendec by an annex anc will ba about 
450 feet lon the turbines cane from the largs Klinsenbers 
Fower Plant in BLRLIN~-RU- MNESBUE SG. 


2. work forees sbout 590 Soviets anc 1,600 phs doing construction 
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a The reported arranvement of the plant buildines arses with 
forcer paports, the sice viaw of the plant, as sem from the 
gagt, ig Yorvarded for the first time. 


e, The stabesent that the turbines arrived from the- power 
giant is contrary to previous infornation that the turbines 
opicineted in MECHTAL near GLEINITS 
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Boiler- and turbine house, 1,000 x 500 x 120 feet 


Turbine-hall with turbines 
Botler~hall | 

Six -kilowatt stations 
Grinding mills for coal 
Administration , 


@eoo op 


Switch .station, 300 x 45 feet 
Electro-filter (reculator), 80 x 1,000 feet 


s 


Tao brick smokestacks, <OO fest hish, and ons conerete 
srokestack under construction to be 200 feet hich 


weter basin, 30 feet in diameter, 65 feet deep, called 
Ba gariayea (sic) 


Gceal grinder, 80 x 80 Leet. 

Gcal storage bunker, 900 x 45 Seet 
Slanting Lift 

Cleaning building, 300 x 60 feet 


Beitlerhouse, 300 x GO feet, with connecting pipes running 
tec 9 , ; 


Pipes to pumping station 

Pumping station 

ane tovnase bation: 450 x 90 feet 
Open-air transformers 

Suitches 

Open-air switch station, 900 x 750 feet 
Mechanical workshop 

Boller forge 

Manufacture of masts 


Adninistration building. 
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